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JOB 333 CRONIN РА 
STOCKTON SERVICES 
CONTACT TOCKY 603 474-1954 
67 


ЕВ 32 BMIL JOB 9 


Command- 210- 
Pointf, Start#-End# or G#= 1-287 


Bearing Distance Elev Descrip Pnt. Northing Easting Type 
стел таласа ee 10-02-2023-----19:29:14-------------D:\BENCH FILES\BM11 
1 5000.0000 5000.0000 
2 5010.9155 4950.8987 TRA 
3 5012.7948 4942.4450 TRA 
4 5024.0575 4891.7818 TRA 
5 5122.0003 4911.9608 TRA 
6 5108.5198 4972.6005 TRA 
7 5106.3541 4982.3427 55 
8 5097.6043 5021.7018 TRA 
9 5065.0834 4954.0917 TRA 
10 5061.0352 4972.2663 TRA 
plat 5086.7540 5070.5103 TRA 
12 5065.3006 5167.0145 TRA 
13 4967.4273 5146.5008 TRA 
14 4989.1496 5048.8085 TRA 
9.39 lcapj&b 50 5106.3541 4982.3427 TRA 
9.76 2setspk 51 4995.4631 4984.3980 TRA 
fndip 52. 5065.4105 5166.7214 55 
fndip 53 5097.6485 5021.7219 55 
fndip 54 5108.1231 4972.7952 55 
fndip 55 5122.0681 4911.9657 55 
fndipin 56 5065.1449 4954.1504 55 
fndipin 57 5061.0623 4972.3086 55 
Епдір 58 5000.0265 4999.9772 55 
corshed 59 5081.0821 4999.7907 55 
corshed 60 5089.1434 5001.6036 55 
corshed 61 5087.4474 5009.2186 55 
corhse 62 5045.5553 4981.9662 55 
cordeck 63 5057.3319 4984.5087 55 
cordeck 64 5059.8532 4972.7499 55 
corhse 65 5058.9430 4968.5380 55 
corhse 66 5061.6418 4956.1686 ss 
corwll 67 4967.9202 5145.3788 55 
fndip 68 4991.1122 5049.1721 55 
fndip 69 5000.0354 4999.9603 55 
fndipin 70 5012.9565 4942.5145 55 
fndip 71 5010.9452 4950.8920 55 
fndip 72 5024.4689 4891.3544 55 
corhse 73 5023.4249 4949,4083 55 
stoop** 74 5019.6343 4961.5511 55 
corhse 75 5017.9799 4974.3182 55 
76 4996.3143 4996.2085 55 
8.48 Ер 77 5019.4032 4890.3677 55 
8.92 sestbm23 78 4991.9798 4879.4682 55 
9.21 Gcorhse 79 5023.2010 4949.4859 55 
10.06 stoop** 80 5020.5661 4961.6983 55 


9.50 Gcorhse 81 5017.7418 4974.3013 55 


JOB #9 333cronin [287] 


Bearing Distance Elev Descrip Pnt. Northing Easting Type 
Ter RARA у a 10-02-2023-----19:29:14-------------D:\BENCH FILES\BM11 
9.58 gnd 82 5012.4495 4999.6467 55 
12.94 bottrm** 83 5011.0651 5004.8044 55 
9.60 gnd 84 5002.6808 4958.4955 SS 
9.93 clrd 85 4988.5956 4957.0225 55 
9.41 gnd 86 5005.9670 4944.5568 SS 
8.98 апа 87 5038.0994 4949.9639 55 
11553 bottrm** 88 5034.1835 4907.6229 55 
10.80 deck** 89 5045.4811 4982.6082 SS 
9.40 gnd 90 5050.9212 5008.1745 55 
9:297 апа 91 5064.0777 5010.8866 55 
9.81 апа 92 5098.0406 5020.2126 55 
Ө апа 93 5079.8287 4998.5843 55 
8.99 gnd 94 5086.0427 4982.0491 55 
7:65: setpk 95 5032.4381 4956.2687 55 
7.61 setpk 96 5028.0359 4973.7330 55 
7.60 setpk 97 5023.0386 4996.2001 55 
7.60 setpk 98 5074.8953 4984.1376 55 
corfnd 101 5023.0479 4996.1814 
corfnd 102 5028.0399 4973.7297 
corfnd 103 5069.9037 5006.5995 
corfnd 104 5074.8957 4984.1478 
corfnd 105 5048.0512 4978.1791 
corfnd 106 5051.9580 4960.6082 
corfnd 107 5032.4348 4956.2673 
corfnd 108 5028.5280 4973.8382 
109 5006.9106 4969.0296 INT 
150 5021.1482 5004.7022 INT 
151 5001.8899 4991.4986 INT 
152 5001.9121 4991.5006 INT 
153 5006.8846 4969.0310 INT 
154 5034.4431 4947.2669 INT 
155 5034.4369 4947.3037 INT 
156 5076.7575 4975.7620 ІМТ 
157 5076.7461 4975.7832 INT 
160 5104.4924 4990.7172 INT 
161 5104.5100 4990.6845 INT 
SETPK 200 4989.6109 5037.7241 
SETSPK 201 4934.6332 5138.0932 TRA 
IPINERNI 202 5086.8262 5070.4946 55 
IPCRMPD 203 5135.8182 5082.0198 55 
FNDIP 204 5184.4106 5092.1874 55 
FNDIP* 205 4991.0722 5049.2115 55 
FNDIPIN 206 5012.9565 4942.5145 55 
<ІКОМ 207 4971.6611 4942.0330 55 
FNDIP* 208 4962.0828 4991.5003 55 
FNDIP* 209 4902.4655 5029;5277 55 
IPINPSA 210 4853.5148 5018.5512 55 
FNDIP* 211 4929.5022 5138.4875 55 
CORHSE 212 4924.4359 5125.2046 SS 
CORHSE 243 4935.2077 5078.1017 55 
POLE 214 4947.2604 5084.4061 55 
АМСНОК 215 4944.9954 5093.9796 SS 
POLE 216 4935.6202 5130.7402 55 
POLE 217 4948.8213 5071.8773 55 
CORDECK 218 4932.5740 5067.2584 55 
CORDECK 219 4931.0901 5062.5269 55 
CORDECK 220 4934.3545 5048.3028 55 


CORDECK 221 4912.2698 5043.2743 55 


JOB #9 333cronin [287] 


Bearing Distance Elev Descrip Pnt. Northing Easting Type 
Ter TA SR оо 10-02-2023-----19:29:14-------------D:\BENCH FILES\BM11 
CORHSE 222 4909.3858 5072.2270 55 
CORHSE 223 4935.1879 5078.1358 ss 
CORHSE 224 4924.4207 5125.1590 55 
CORSTPS 225 4911.9297 5131.4341 55 
CORSTPS 226 4907.5436 5130.4768 55 
CORHSE 227 4898.5540 5119.4529 55 
CORDECK 228 4891.5345 5117.3517 55 
FNDRRSPK 229 4880.3371 5128.1449 55 
FNDIP&SP 230 4831.5744 5117.9968 55 
FNDIP 231 5065.3958 5166.6293 55 
CORWLL 232 5016.0099 5156.3526 55 
CORWLL 233 4967.8839 5145.4280 ss 
CALCOR 250 5065.3162 5166.9862 TRA 
CALCOR 254 4929.4648 5138.4796 TRA 
252 252 4880.5247 5128.2393 TRA 
253 253: 4951.2177 5040.3416 TRA 
254 254 4951.2784 5040.3550 TRA 
260 4880.5282 5128.2228 TRA 
261 4902.4720 5029.5125 TRA 


Point#, Start#-End# or G#= 4- 


Point= 53 

291-53-33 40.33 fndip 
Point= 2- 

Command= 159- 

Setup Point= 502- 

Printer output routed to = LPT2 
Command= 1- 

Command= 159- 

Setup Point= 50 


1capj &b 
Backsight Point= 58 
fndip 
Point= 58 
00-00-00 107.78 Епдір 
Point= 1 
359-59-25 107.81 
Point- 52 
291-56-13 188.87 Епдір 
Point= 54 
109-54-50 9.71 fndip 
Point= 55 
112-00-13 72.11 fndip 
Point= 53 
291-52-58 40.33 fndip 
Point- 51 
08-21-18 110.91 2setspk 
Point= 56 
43-47-38 49.93 2.1 l fndipin 
Point= 57 “442 
21-54-31 46.39 ы fndipin 
Point= 58 
00-00-00 107.78. Епдір 
_Point= 101 -- Se 
359-59-06 84.45 PI corfnd 
Point= 102 = 
15-41-35 78.79 ОСТРИ2 сокғпа 
Point= 103 
335-46-27 43.78 — corfnd 
Point= 104 ZS , 
06-07-58 31.51 fi corfnd 
‘Point= 105 l 
13-30-06 58.45 corfnd 
Point= 106 
31-11-47 58,58/-7 corfnd 
-Point= 107 
28-50-51 18.38010 ) corfnd 
Points 108 
15-39-11 78.29 corfnd 
Point= 159- 
Setup Point= 58 
fndip 
Backsight Point= 50 
lcapjab 


Point- 51 
263-05-27 16.23 2весврк 


53 


5097.6485 


5106.3541 
5000.0265 
5000.0265 
5000.0000 
5065.4105 
5108.1231 
5122.0681 
5097.6485 
4995.4631 
5065.1449 
5061.0623 
5000.0265 
5023.0479 
5028.0399 


5069.9037 


7 5074.8957 


5048.0512 
5051.9580 
5032.4348 


5028.5280 


5000.0265 
5106.3541 


4995.4631 


5021.7219 


4982.3427 
4999.9772 
4999.9772 
5000.0000 
5166.7214 
4972.7952 
4911.9657 
5021.7219 
4984.3980 
4954.1504 
4972.3086 
4999.9772 
4996.1814 
4973.7297 
5006.5995 
4984.1478 
4978.1791 
4960.6082 
4956.2673 


4973.8382 


4999.9772 
4982.3427 


4984.3980 


РО Вох 1306, Натріоп, МН 
03843-1306 
(603) 474-1954 


Mark Cronin 
121 Pacific Street 
Rockland, MA 02370 


Julv 30, 2002 
Dear Mark: 


Please find enclosed а сору of the foundation certification that | gave to the building 
inspector todav. We agreed that l need to remind vou that vou mav have a problem with 
your building entry. You have just under 20" to work with while maintaining the required 
setback from the street, which is enough for only 2 steps. We have discussed this 
limitation before as you know, but the floor elevation will now be even higher than 
originally planned. l just wanted to be sure you were still thinking about that. 


Since your last billing, l have been out to stake the foundation again on the new 
footings, returned to verify that the foundation was placed correctly, and drawn 
this plan. | recognize that everyone has suffered here but also that | have done 
what was necessary to move the project along and performed considerable extra 
work in doing so. l told Dan that | would most likely eat the most recent work for 
the sake of good will, but please be advised that if there is any more work to be 
done | will have to bill for it. 


Best of luck from here on. Perhaps you have gotten all the construction bummers 
out of the way already and it will be smooth sailing the rest of the way. 


Sincerely, 


Anne W. Bialobrzeski 
NHLLS #752 
Stockton Services 


0164 1 MICRO PLAN 1.50 
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Attached is the site plan for the house for Mark and Debbie Cronin. I have included the elevation of the frst 
floor and garage 


The house has a fully enclosed crawlspace below the living area. We have included maunal operated 
foundation vents intended for air exchange but we have sized them to meet the requiremnets ofthe FEMA 
requirement for crawlspace vents found in the *** line of Diagram 8 on page 6 of the elevation Certificate 
instruction sheet. 


As I understand it, in "A" Zones, the vents are permited where crawlspaces are unfinished and contain no 
mech equipment, which is the case here. According to paragraph *** at the bottom of page бу, without 
those vents the referenced level is the lowest grade adjacent to the structure. If you find that the grade is 
Tower than the flood plain we can permantiv open the vents to provide the openings required to equalize the 
hydostatic preasure. That would raise the reference level to the first floor. 


Let me know if you have any questions. 


Mike 
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FIRST FLOOR ELEVATION Пле" 
ТОР CF FOUNDATION 10,68" OVERHANG 


PROPSED 
RESIDENCE FOR: 


MARK AND DEBBIE 
CRONIN 


ФЛ ТН STREET 
HAMPTON 


SITE PLAN 


Peo 


FEDERAL EMERGENCY MANAGEMENT AGENCY 77 
NATIONAL FLOOD INSURANCE PROGRAM Sepia Ady Si 2008 
ELEVATION CERTIFICATE 


Important: Read the instructions on pages 1-7. 
SECTION A - PROPERTY OWNER INFORMATION 


BUILDING ОЛМЕК 5 NAME 
Mark Cronin 

BUILDING STREET ADDRESS (Including Apt, Unit, Suite, and/or Bldg. No.) OR P.O. ROUTE AND ВОХ NO. 
6 Seventh Street 

CITY STATE ZIP CODE 
Hampton NH 03842 
PROPERTY DESCRIPTION (Lot and Block Numbers, Tax Parcel Number, Legal Description, etc.) 

Tax Map 210 Lat 6, RCRD 3256-0272 


BUILDING USE (eg., Residential, Non-residential, Addition, Accessory, etc. Use a Comments area, if necessary.) 
Residential 


LATTTUDELONGITUDE (OPTIONAL) HORIZONTAL DATUM: SOURCE: U GPS (Туре); 
OI USGS Quad 


(НЕННЕ ог FERH) [O NAD 1927 ГІ NAD 1983 Мар D Otter. 


SECTION B - FLOOD INSURANCE RATE MAP (FIRM) INFORMATION 


В1. NFIP COMMUNITY МАМЕ & COMMUNITY NUMBER 82. COUNTY NAME B3. STATE 
Hampton, New Hampshire 330132 Rockingham NH 
ВА. МАР AND PANEL B5. SUFFIX B7. FIRM PANEL B9. BASE FLOOD ELEVATION(S) 
NUMBER B6. FIRMINDEX DATE EFFECTIVEREVISED DATE B8.FLOODZONE(S) | (Zone AO, use depth offlooding) 
330132 0008 B 0710386 070386 A2 9 
ВТО Indicate the source df the Base Flood Elevation (BFE) data or base flood depth entered in В. 
OAs Profile [FIRM (2 Community Determined DI Other (Describe): 
B11. Indicate the elevation datum used for the BFE in B9: IX) NGVD 1929 [O navo 1988 LI Other (Describe): 


B12 Is the building located in a Coastal Barrier Resources System (CBRS) area or Otherwise Protected Area (OPA)? DI Yes_[X Мо Designation Date 
SECTION С - BUILDING ELEVATION INFORMATION (SURVEY REQUIRED) 

C1. Building elevations are based on: IX) Construction Drawings' 10 Building Under Сопзілиой" [1 Finished Construction 

ТА new Elevation Certificate will be required when construction of the bulding is complete. 
С2. Buiiding Diagram Number 8 (Select the buiding diagram most similar to the building for which this certificate is being completed - see pages 6 and 7. if no diagram 

accurately represents the buiding, provide a sketch or photograph.) 
C3. Elevations - Zones A1-A30, AE, AH, A (with BFE), VE, V1-V30, V (with BFE), AR, AR/A, AR/AE, АҒ/А1-АЗ0, AR/AH, ARIAO 

Complete Items C3.-2 below according to the building diagram specified in Item C2. State the datum used. If the datum is different from the datum used for the BFE in 

‘Section B, convert the datum to that used for the BFE. Show field measurements and datum conversion caiculation. Use the space provided or the Comments area of 

Section D or Section G, as appropriate, to document the datum conversion. 

Datum NGVD29 Conversion/ Comments 

Elevation reference mark used SCS Does the elevation reference mark used appear on the FIRM? [C] Yes (XI No 

Q а) Top of bottom floor (including basement or enclosure) 11. 76ft(m) 

T b) Top of next higher floor 

U c) Bottom of lowest horizontal structural member (М zones only) 

П d)Attached garage (top of slab) 

Q e) Lowest elevation of machinery and/or equipment 

‘servicing the buiding (Describe іп a Comments area) 

а f) Lowest adjacent (finished) grade (LAG) 

О g) Highest adjacent (finished) grade (HAG) 

0 h) No. of permanent openings (flood vents) within 1 ft. above adjacent grade 0 
Q i) Total area аї permanent openings (food vents) in C3.h 0 sq. in. (sq, cm) 
SECTION D - SURVEYOR, ENGINEER, OR ARCHITECT CERTIFICATION 
This certification is to be signed and sealed by а land surveyor, engineer, or architect authorized by law to certify elevation information. 
І certify that the information in Sections A, В, and С on this certificate represents my best efforts to interpret the data available. 
1 understand that any false statement may be punishable by fine or imprisonment under 18 U.S. Code, Section 1001. 
СЕКТІНЕК 5 NAME Anne W. Bialobrzeski LICENSE NUMBER 1158752. 


License Number, Embossed Seal, 
Signature, and Date 


TITLELand Surveyor, owner COMPANY NAME Stockton Services 


CITY STATE ZIP CODE 


Pola Bax ra Hampton NH 03843-1306 
‘SIGNATURE DATE TELEPHONE 
05/18/02 603 474-1954 


FOUNDATION CERTIFICATION 
6 SEVENTH STREET, HAMPTON 
OWNER: MARK CRONIN 
SCALE: 12-209 JULY 30, 2002 
STOCKTON SERVICES 
HAMPTON, NH 


ELEVATION OF TOP OF FINAL 
FOOTING — EL 7.6 (NGVD1929) 


ELEVATION CERTIFICATE 


Important: Read the instructions on pages 1-9. 
SECTION A- PROPERTV INFORMATION 


OMB Мо. 1660-0008 
Expires March 31, 2012 


U.S. DEPARTMENT OF HOMELAND SECURITV 
Federal Emergency Management Agency 
National Flood Insurance Program 


А1. Building Owners Name Deborah J. Cronin 


А2. Building Street Address (including Apt., Unit, Suite, and/or Bldg. No.) or Р.О. Route and Box No. 
6 Seventh Street 


Citv Hampton 


State NH ZIP Code 03842 


АЗ. Property Description (Lot and Block Numbers, Tax Parcel Number, Legal Description, etc.) 
Tax Map 210 Lot 6, Rockingham County Registry of Deeds Book 3256 Page 0272 


А4. Building Use (e.g., Residential, Non-Residential, Addition, Accessory, etc.) Residential 

АБ. Latitude/Longitude: Lat. 42d55'57.7"N Long. 7004753,9" W Horizontal Datum: ГІ NAD 1927 IX) NAD 1983 
A6. Attach at least 2 photographs of the building if the Certificate is being used to obtain flood insurance. 

АТ. Building Diagram Number 2 

АВ. For a building with a crawlspace or enclosure(s): 


AQ. For a building with an attached garage: 


a) Square footage of crawlspace or enclosure(s) 872 sq ft а) Square footage of attached garage 360 sqft 
b) Мо. of permanent flood openings in the crawlspace or b) No. of permanent flood openings in the attached garage 
enclosure(s) within 1.0 foot above adjacent grade 6 within 1.0 foot above adjacent grade 9 


с) Total net area of flood openings іп A8.b 768 sqin с) Total net area of flood openings in A9.b 0 sqin 
d) Engineered flood openings? O Yes О No d) Engineered flood openings? O Yes О № 


SECTION B - FLOOD INSURANCE RATE MAP (FIRM) INFORMATION 


B1. NFIP Community Name & Community Number 
Hampton, МН 330132 


B2. Countv Name B3. State 
Rockingham NH 


B4. Map/Panel Number В5. Suffix B6. FIRM Index B7. FIRM Panel B8. Flood B9. Base Flood Elevation(s) (Zone 
3301500441 E Date Effective/Revised Date Zone(s) AO, use base flood depth) 
May 17, 2005 May 17, 2005 AE 9 


B10. Indicate the source of the Base Flood Elevation (BFE) data or base flood depth entered іп Нет B9. 
О FIS Profie (|4 FIRM П Community Determined П Other (Describe) 
B11. Indicate elevation datum used for BFE іп Нет B9: RI NGVD 1929 О NAVD 1988 C Other (Describe) 


B12. Is the building located in a Coastal Barrier Resources System (CBRS) area or Otherwise Protected Area (OPA)? П Yes RK No 
Designation Date О cBRS П ОРА 


SECTION С - BUILDING ELEVATION INFORMATION (SURVEV REQUIRED) 
C1. Building elevations are based оп: O Construction Drawings* О Building Under Construction' 
*A new Elevation Certificate will be required when construction of the building is complete. 


C2. Elevations – Zones A1-A30, AE, AH, A (with BFE), VE, V1-V30, М (with BFE), AR, AR/A, AR/AE, AR/A1-A30, AR/AH, AR/AO. Complete Items C2.a-h 
below according to the building diagram specified in Item A7. Use the same datum as the BFE. 


Benchmark Utilized SCS TBM Vertical Datum NGVD 1929 


Finished Construction 


Conversion/Comments 
Check the measurement used. 
а) Тор of bottom floor (including basement, crawlspace, or enclosure floor) 6..7 feet П meters (Puerto Rico only) 
b) Тор of the next higher floor 125 KR feet DI meters (Puerto Rico only) 
с) Bottom of the lowest horizontal structural member (У Zones only) па. О feet О meters (Puerto Rico only) 
d) Attached garage (top of slab) 10.6 Il feet DI meters (Puerto Rico only) 
е) Lowest elevation of machinerv or equipment servicing the building 125 Я feet DI meters (Puerto Rico only) 
(Describe type of equipment and location in Comments) 
f) Lowest adjacent (finished) grade next to building (LAG) 10.0 В feet [C meters (Puerto Rico only) 
9) Highest adjacent (finished) grade next to building (HAG) 108 R feet L meters (Puerto Rico only) 
h) Lowest adjacent grade at lowest elevation of deck or stairs, including 100 E feet. DI meters (Puerto Rico only) 
structural suj 


SECTION D - SURVEVOR, ENGINEER, OR ARCHITECT CERTIFICATION 


This certification is to be signed and sealed Бу a land survevor, engineer, or architect authorized by law to certify elevation 

information. / certify that the information on this Certificate represents my best efforts to interpret the data available. l 

understand that any false statement may be punishable by fine or imprisonment under 18 U.S. Code, Section 1001.64 
Check here if comments are provided on back of form. Were latitude and longitude in Section A provided by a 


licensed land surveyor? (О Yes RI Мо 
License Number NH 752 


Certifiers Name Anne W. Bialobrzeski 


Title Land Survevor Company Мате Stockton Services 


Address PO Box 1306 
06 N 


City Hampton 


Date 2010-12-20 Telephone 603 929-7404 


IMPORTANT: In these spaces, copy the corresponding information from Section A. 


Building Street Address (including Apt., Unit, Suite, and/or Bldg. No.) or P.O. Route and Box No. 
6 Seventh Street 


City HamptonState NH ZIP Code 03842 


SECTION D - SURVEYOR, ENGINEER, OR ARCHITECT CERTIFICATION (CONTINUED) 
Copy both sides of this Elevation Certificate for (1) community official, (2) insurance agent/companv, and (3) building owner. 


Comments Flood vents may have been engineered, no data available from architect as of date of this certification. 
Bottom floor is dirt and concrete, accessed from garage, top of foundation wall elevation 11.4. 


Signat Date 2010-12-20 


Check here if attachments. 
SECTION E - BUILDING ELEVATION INFORMATION (SURVEY NOT REQUIRED) FOR ZONE AO AND ZONE A (WITHOUT BFE) 


For Zones АО and A (without BFE), complete Items Е1-Е5. If the Certificate is intended to support a LOMA or LOMR-F request, complete Sections А, В, 

and С. For Items E1-E4, use natural grade, if available. Check the measurement used. In Puerto Rico only, enter meters. 

E1. Provide elevation information for the following and check the appropriate boxes to show whether the elevation is above or below the highest adjacent 
grade (HAG) and the lowest adjacent grade (LAG). 
а) Top of bottom floor (including basement, crawispace, or enclosure) is Ж О feet 0) meters [7 above or 0 below the HAG. 
b) Top of bottom floor (including basement, crawispace, or епсіовиге) із | 7 [feet 0 meters C above ог C below the LAG. 

E2. For Building Diagrams 6-9 with permanent flood openings provided in Section А Items 8 and/or 9 (see pages 8-9 of Instructions), the next higher floor 
(elevation C2.b in the diagrams) of the building is i D feet C meters 0) above or C] below the HAG. 

E3. Attached garage (top of slab) is 5 O feet П meters [0 above or О below the HAG. 

E4. Top of platform of machinery and/or equipment servicing the building із | | | . | | O feet (0 meters C] above or (0 below the HAG. 

E5. Zone АО only: If no flood depth number is available, is the top of the bottom floor elevated in accordance with the communitv's floodplain management 
ordinance? [C] Yes C No (0 Unknown. The local official must certify this information in Section G. 

SECTION F - PROPERTY OWNER (OR OWNER'S REPRESENTATIVE) CERTIFICATION 

The property owner or owner's authorized representative who completes Sections A, B, and E for Zone A (without а FEMA-issued or communitv-issued BFE) 

or Zone AO must sign here. The statements in Sections A, B, and E are correct to the best of my knowledge. 

Property Owner's or Owner's Authorized Representative's Name 


Address City State ZIP Code 
Signature Date Telephone 
Comments 


SECTION G - COMMUNITY INFORMATION (OPTIONAL) 


The local official who is authorized by law or ordinance to administer the communitv's floodplain management ordinance can complete Sections А, В, С (or E), 
and G of this Elevation Certificate. Complete the applicable item(s) and sign below. Check the measurement used іп Items G8 and G9. 


61. The information in Section С was taken from other documentation that has been signed and sealed by a licensed surveyor, engineer, or architect who 
is authorized by law to certify elevation information. (Indicate the source and date of the elevation data in the Comments area below.) 


G2. А community official completed Section E for a building located іп Zone A (without а FEMA-issued or community-issued BFE) or Zone АО. 
G3. Тһе following information (Items G4-G9) is provided for community floodplain management purposes. 


GA. Permit Number G5. Date Permit Issued G6. Date Certificate Of Compliance/Occupancy Issued 


G7. This permit has been issued for: П New Construction Substantial Improvement 

G8. Elevation of as-built lowest floor (including basement) of the building: .___. О feet DI meters (PR) Datum 
G9. BFE or (in Zone AO) depth of flooding at the building site: що Di feet [meters (PR) Datum 
G10. Community's design flood elevation ------- Di feet [meters (PR) Datum 


Local Officiafs Name Title 
Community Name Telephone 
‘Signature ie Date 
Comments 


M Chank haw if-nitanhmanta 


Building Photographs 


See Instructions for Item А6. 


For Insurance Company Use: 
Building Street Address (including Apt., Unit, Suite, and/or Bldg. No.) or P.O. Route and Box Мо. Policy Number 
6 Seventh Street 


City Hampton State NH ZIP Code 03842 [cha 


If using the Elevation Certificate to obtain NFIP flood insurance, affix at least two building photographs below according to 
the instructions for Item A6. Identify all photographs with: date taken; “Front View" and “Rear View’; and, if required, “Right 
Side View" and “Left Side View.” If submitting more photographs than will fit on this page, use the Continuation Page, 
following. 


Front view 12-16-10 


Rear view 12-16-10 


